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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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Satyanarayan Gangaram Pitroda 
Invent a New India Using Knowledge 



Bhartrhari — Nitisatakam 
''Knowledge is such a treasure which cannot be stolen" 




^'^^^r 



k 




BLANK PAGE 



^*-^^^ 





PROTECTED BY COPYRIGHT 



AMENDMENT NO. 2 DECEMBER 199^ 

TO 

IS 5S82 : 1970 SPECIFICATION FOR SOCKET 

REAMERS WITH PARALLEL SHANKS 

(Paget, clause!, informal tahU, column S, Row 3)— Sutetitvte 'M* 
for *W *. 

( Page 1, clause 3, lines 2 and 3)-^ Substitute 'HSS' for 'HS\ 

( Page 2, clause 52 ) -> Substitute 'IS 5443 : 1994' for 'IS 5443 : 1969*. 
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( Third Reprint JUNE 2000 ) 

( Incorporating Ajncndincni No. I / 



IS: 5882- 1970 

( Reaffirme.i 1997 ) 



Indian Standard 

SPECIFICATION FOR 
SOCKET REAMERS WITH PARALLEL SHANKS 



1. Scope — Dimensions and requiremonts for socket fc^amcrs with parallel shanks. 



2. Dimensions 



W (V7^) 



(O 



GAUOe PLANE 




TYPE A ROUGHING 

GAUGE PLAN€ 





TYPE B PRE- FINISHING 

GAUGE Plane 




OTV 



TYPE C FINISHING 
All dimensions in millimetres. 



Desig- 
nating 
Size 



Metric 4 
Metric 6 
Morse 
Morse 1 
Morfe 2 
Morse 3 
Morse 4 
Morse 5 
Morse 6 



Gauge 
Diameter 

d 



4-000 
6-000 
9-045 
12065 
17-780 
23-825 
31-267 
44-399 
63-348 



^1 


'i 


It 


/3 


1 


L 


40 


28 


26 


22 


30 


48 


50 


36 


34 


30 


40 


63 


8-0 


56 


52 


48 


61 


98 


100 


58 


54 


50 


66 


102 


140 


69 


65 


61 


79 


121 


200 


84 


80 


76 


96 


146 


25-0 


107 


103 


97 


119 


179 


31-5 


134 


130 


124 


150 


222 


45*0 


186 


182 


176 


208 


300 



Square 



a 
h12 



U 



Taper 

on 

Diameter 



3 15 

40 

6-3 

80 

11-2 

160 

200 

25 

35-5 



6 
7 
9 
11 
14 
20 
24 
28 
38 



:20 
:20 
: 19 
:20 
:20' 
: 19- 
: 19 
:19 
: 19- 



000 = 
000 » 
212 - 
047 - 
020 « 
•922 « 
254 x= 
002 «= 
180 = 



00 

005 

005205 

004988 

0*04995 

05020 

0*05194 

005263 

05214 



Note — The figures are indicative of dimensions only and do not specify design features. 



3. Designation — A socket reamer Type A having designating size Morse 4 and made from high speed 
steel ( HS) shall be designated as: 

Reamer A Morse 4 IS : 5882-HS 

3.1 When required in a set of three reamers comprising one each of Types A. B and C, the letter * A * 
shall be omitted in the designation above. 
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4. TolerancM on Overall Langth ( L ) and Cutting Edga Langth ( / ) 



All dimensions In mlllinoetres. 



Lengths 


ToUrance 


Over 


Up to and 
Including 


6 
18 
50 


6 

18 
50 


* 1-5 
*30 
- 60 
^65 



5. Ganaral Raquiramants 

5.1 Flutes, unless specified otherwise shall be as follows: 

a) Type A — Right hand helical flutes for right-hand cutting. 

b) Type B— Parallel flutes for right-hand cutting. 

c) Type C — Left hand helical flutes for right-hand cutting. 

5.2 Other requirements according to IS ; 5443-1969 ' Technical supply conditions for reamers 



Explanatory Note 

In order to bring in line with the work done at ISO level, the Small Tools Sectional Committee 
decided to revise IS : 1836-1961 and to split it up Into a series of standards. This standard covers 
the dimensional requirements for socket reamers with parallel shanks. The technical supply conditions 
for reamers and the dimensional requirements of various other reamers are covered in separate 
standards. 
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